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The claims are all rejected a a drawn. to matter in- 
sufficiently disclosed in structure and function cf the uni- 
versal bar* 

Claims 1, 2 are rejected as functional and therefore 
indefinite in the “means to cause said conssufcators to perform'*, 

etc* 

Claims 9* XO are rejected as failing to define be- 
cause it sets forth only a reoult and not sufficient structure 
to warrant the same in the '’electrical means’* of Una 5 # 

Obviously the mer© fact that the means is conductive and current 
Is supplied Is not sufficient structural recitation cf what causes 
the commutators to do substitution and control functions. 

Claim 12 is rejected as failing to define the means 
of line 5 sufficiently In the electrical conductors since 
mere associating electric conductors with the eotsuutator 
bodies will not necessarily produce the result claimed* 



Claim 13 Is rejected as inaccurate In ? * self-con- 
trol led" • Claims lit and 15 , basod on 13 , are rejected# 

The cosasufeators are operated- by mechanises connected to the 



keys* 

Claim 16 Is rejected as Inaccurate as Just explained, 
and as failing to define in “permit R . The device not only 

Declassified and approved for release bv NS A on 09-09-2013 pursuantto ED. 135213 



REF ID:A67489 



3er. Ho* r l Of lCL2 — 2— 




pevssdts but by its mss positively causes tbs ee&smfeafcers to 
act as claimed. "Permit the asms caEssutators to Sanction 
alternately", etc., is a st&tGEient of result without sufficient 
basis in structural statement. 

Claim 18 Is inaptly warded in liras 7 "means to provide 0 
the moans is the "channels" themselves and might Just as well 

I 

be called electrical conductors* She means as set forth is j 

functional and indefinite sinco even if electrical ciianraole are ; 

provided this structure docs not necessarily mean that "substitution" ; 

I 

will b© porfca^Ksd by one scries and control by the other. 

Claims 19 and 20 dependent thereon are rejected as 
inaccurate, as above noted, in self controlled. 

Claims 21-25 having expressions above criticised, 
are rejected. 

Claim 27 , lino 8, n elec tried instnaaentalitios", etc., 
is functional and indefinite, since as abot*© intisoted,. 

electrical ^ covcdal olgmificanc© and "cantPQX 0 

may be exercised without causing the same cocssuteter to perform 

two different funs felons. 

3h© claims aro .grouped as follows 3 

I. Generic claims. y ' 7 n ""' l ' ’ 

' h" (r> ■ 

II. Specific to some cr all of Pigs. 5 # 5# ?• 

" Claims 2, 9-12 s 16 - 28 . 

HI. Specific to Pig. 1* Claims 9 - 8 , 15-15# 29 - 53 . 

Since the generic claim is rejected, BITISICI3 AHD 
arc required, under "hil© Ijl between the claims of groups 
II and III, and all claims are further rejected because of this 
roejuiressent. 
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Za various views, an art ids which occurs but once in 
the respective views is shosn twice, for s^aaple, member 3^t- 
in Figure !• In every instance, the inforaality should b© 
avoided by suitable amendment* The 3© and other informalities 
nay await allowance of any claim under Order 27^9 • 

All claim are rejected# 



exmuher. 



